Incidents Reported In - County Between 10/1/2018 and 1/24/2019 


Jan 24, 2019 01:35 


NOTE: Incident reports display information abont incidents (complaints) that were received by the Department. The different reports 
within this category allow the nser to search for Incidents by Incident ID Number, Communication Center Number, County, Municipality 
and Date Range. Reports and complaints are made to the DEP through a variety of sources, including regulated facilities and members of 
the publie. Please note that these reports are subject to verification and/or investigation by the DEP or other appropriate agencies.The 
information eontained in this report will be limited to the date of use by each enforcement program. The programs began using the system 
for this information as follows: Air - 10/1998; Hazardous Waste - 1/2000; Water - 7/2000; Right To Know - 11/2000; Solid Waste - 7/2001; 
TCPA - 12/2001; Land Use 12/2001; DPCC - 1/2002; Communication Center/Site Remediation Program - 3/2002 and Pesticides - 4/2002. 
For complete information prior to these dates, please submit an official OPRA request form to the Department. 


Incident ID Number: 

692798 Commnnications Center Number: 18-10-09-0857-45 

Received Date: 

10/09/2018 

Incident Description: 

ANONYMOUS CALLER REPORTING OILY STAINS ON THE CONCRETE FROM SUSPECTED SOIL 
CONTAMINATION. 

Incident Type Program: 

Site Remediation 

Incident Type: 

Soil Contamination 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evaluation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

692561 

Communication Center 

Soil Contamination 

SRP-Closed 
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Incident ID Number: 

694462 Commnnications Center Nnmber: 18-10-25-0704-06 

Received Date: 

10/25/2018 

Incident Description: 

CALLER REPORTING A GARBAGE/CHEMICAL SMELL IN THE AREA. STATES THAT IT IS CAUSING 
HER TO HAVE A HEADACHE. 

Incident Type Program: 

Air 

Incident Type: 

Odors 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evalnation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694459 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


694482 Commnnications Center Nnmber: 

10/25/2018 

CALLER REPORTING A STRONG INDUSTRIAL ODOR IN THE AREA. 


I8-I0-25-09I7-08 


Incident Type Program: Air 

InriHpnf Tvnpr Odnr« 
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Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance Most Recent 

Evalnation: Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694479 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 694492 

694584 

Received Date: 1U/Z5/^0ia 


Communications Center Number: 18-10-25-1003-44 


Incident Description: 


CALLER REPORTING A STRONG SULFUR ODOR IN THE AREA. STATES THAT HE HAS NOTICED THE 
ODOR EARLIER IN THE WEEK, AS WELL. 


Incident Type Program: Air 

Incident Type: Odors 


Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evalnation: 


Most Recent 
Enforcement Action: 
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Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694491 

Communication Center 

Odors 

CEHA - no viol 

694491 

Communication Center 

Odors 

Referred 


Incident ID Number: 

Received Date: 
Incident Description: 


694478 Commnnications Center Nnmber: 18-10-25-0734-30 

10/25/2018 

CALLER REPORTING ODOR OF SEWAGE IN AREA WHICH IS ENTERING HER HOUSE. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694464 

Communication Center 

Odors 

CEHA - no viol 
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Incident ID Number: 

694521 

Commnnications Center Nnmber: 

Received Date: 

lucident Description: 

10/25/2018 

REPORTING A VERY BAD ODOR IN THE AIR 

Incident Type Program: 

Air 


Incident Type: 

Odors 


Follow-up Status: 



Program Interest Name: 



Program Interest ID: 



Most Recent Compliance 
Evaluation: 


Most Recent 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694499 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


694461 Commnnications Center Nnmber: I8-I0-25-0709-I6 

10/25/2018 

STRONG CHEMICAL ODOR IN AREA OF RESIDENCE. COMING FROM UNKNOWN SOURCE. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 
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Program Interest Name: 


Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694460 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


694782 Communications Center Number: 

10/28/2018 

CALLER REPORTS A LANDFILL TYPE OF ODOR. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


18-10-28-1600-05 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694730 

Communication Center 

Odors 

Closed, Inv-no viol 
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Incident ID Number: 

694968 Commnnications Center Nnmber: 

Received Date: 

10/29/2018 

Incident Description: 

CALLER IS REPORTING AN ODOR OF GARBAGE. UKNOWN SOURCE. 

Incident Type Program: 

Air 

Incident Type: 

Odors 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evaluation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694928 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 694969 


Commnnications Center Nnmber: 


Received Date: 10/30/2018 


Incident Description: 


CALLER REPORTED A STRONG ROTTEN ODOR IN THE AREA. 


18-10-30-0652-02 
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Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 

Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

694933 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


695794 Communications Center Number: 

11/06/2018 

STRONG TANNING HIDE SMELL IN THE AIR 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


18-11-06-1915-07 
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Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

695769 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


700652 Commnnications Center Nnmbcr: 18-12-30-1143-28 

12/30/2018 

CALLER IS REPORTING AN ODOR OF GARBAGE IN THE AREA OF HIS HOME. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700610 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 700646 


Communications Center Nnmber: 18-12-30-1056-05 
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Received Date: 


12/30/2018 


Incident Description: 


CALLER IS REPORTING OF SOME SORT OF CHEMICAL/GARBAGE ODOR. 


Incident Type Program: Air 

Incident Type: Odors 

FoIIow-np Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700607 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


700658 Communications Center Number: 18-12-30-1217-45 

12/30/2018 

CALLER REPORTED A FOUL SULFUR ODOR COMING FROM ACROSS THE RIVER IN PA. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 
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Program Interest ID: 


Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700612 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


700650 Communications Center Number: 

12/30/2018 

CALLER REPORTING A STRONG SEWAGE/TRASH ODOR. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


18-12-30-1059-22 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700608 

Communication Center 

Odors 

CEHA - no viol 
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Incident ID Number: 

Received Date: 
Incident Description: 


700656 Commnnications Center Nnmber: I8-I2-30-I202-52 

12/30/2018 

CALLER REPORTING THAT THERE IS A STRONG SULFURIC ODOR IN THE AREA. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700611 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


700882 Commnnications Center Nnmber: 19-01-02-1436-34 

01/02/2019 

LINE BLOCKAGE CAUSED MANHOLE OVERFLOW SPILL. CLEAN UP COMPLETED. 


Incident Type Program: Water Quality 


InriHpnt Tvnp* 
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Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance Most Recent 

Evalnation: Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700870 

Communication Center 

Sewage 

Pending 


Incident ID Number: 

Received Date: 
Incident Description: 


701062 Commnnications Center Nnmber: 19-01-03-2125-12 

01/03/2019 

CALLER REPORTING A STONG CHEMICAL TYPE ODOR IN THE AIR. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 
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701041 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


701061 Commnnications Center Nnmber: 

01/03/2019 

STRONG CHEMICAL-TYPE ODORS IN AREA. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


19-01-03-2121-34 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701040 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 
Received Date: 


701207 

01/05/2019 


Communications Center Number: 19-01-05-2213-16 
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Incident Description: 


CALLER REPORTING A STRONG SEWAGE AND TRASH ODORS 


Incident Type Program: Air 

Incident Type: Odors 

Follow-np Status: 

Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701165 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


701210 Communications Center Number: 

01/06/2019 

CALLER IS REPORTING AN ODOR OF SOMETHING BURNING 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 
Program Interest ID: 


19-01-06-1041-35 
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Most Recent Compliance 
Evalnation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701170 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


701451 Communications Center Number: 19-01-08-1608-42 

01/08/2019 

CALLER REPORTS FOUL ORDERS IN HER BACKYARD. UNKNOWN WHERE ITS COMING FROM. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701443 

Communication Center 

Odors 

CEHA - no viol 
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Incident ID Number: 

701459 

Commnnications Center Nnmber: 

Received Date: 

Incident Description: 

01/08/2019 

REPORT OF A STRONG CHEMICAL-LIKE FUME IN THE AIR. 

Incident Type Program: 

Air 


Incident Type: 

Odors 


Follow-up Status: 



Program Interest Name: 



Program Interest ID: 



Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701453 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


701458 

701482 

ui;oa/^oia 

STRONG ODORS IN AREA. 


Commnnications Center Nnmber: 


Incident Type Program: Air 

Incident Type: Odors 

FoIIow-ud Status: 


19-01-08-1654-37 
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Program Interest Name: 


Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701452 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


701814 Communications Center Number: 

01/11/2019 

1/1,500 GALLON UST REMOVED. CLEAN UP PENDING. 


Incident Type Program: 

Incident Type: 
Follow-up Status: 


Site Remediation 
Underground Storage Tank 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


19-01-11-0933-50 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 
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701698 

Communication Center 

Underground Storage Tank 

UHOT- Pending 


Incident ID Number: 

Received Date: 
Incident Description: 


701963 Commnnications Center Nnmber: 

01/14/2019 

CALLER IS REPORTING AN ODOR OF GARBAGE 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


19-01-14-2108-34 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701927 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 
Received Date: 


702078 

01/15/2019 


Communications Center Number: 19-01-15-2042-30 
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Incident Description: 


STRONG BURNING TRASH ODORS IN AREA. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-np Status: 

Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

702036 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


702170 Communications Center Number: 19-01-16-1640-44 

01/16/2019 

REPORTING PARTY JUST ARRIVED HOME FROM WORK AND THERE IS A STONG ODOR OF GARBAGE 
IN THE AREA. 


Incident Type Program: Air 

Incident Type: Odors 

Follow-up Status: 


Program Interest Name: 
Program Interest ID: 
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Most Recent Compliance 
Evalnation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Follownp Status 

702169 

Communication Center 

Odors 

CEHA - no viol 
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Incidents Reported In - County Between 10/1/2018 and 1/24/2019 


Jan 24, 2019 01:59 


NOTE: Incident reports display information abont incidents (complaints) that were received by the Department. The different reports 
within this category allow the nser to search for Incidents by Incident ID Number, Communication Center Number, County, Municipality 
and Date Range. Reports and complaints are made to the DEP through a variety of sources, including regulated facilities and members of 
the publie. Please note that these reports are subject to verification and/or investigation by the DEP or other appropriate agencies.The 
information eontained in this report will be limited to the date of use by each enforcement program. The programs began using the system 
for this information as follows: Air - 10/1998; Hazardous Waste - 1/2000; Water - 7/2000; Right To Know - 11/2000; Solid Waste - 7/2001; 
TCPA - 12/2001; Land Use 12/2001; DPCC - 1/2002; Communication Center/Site Remediation Program - 3/2002 and Pesticides - 4/2002. 
For complete information prior to these dates, please submit an official OPRA request form to the Department. 


Incident ID Number: 

691995 Commnnications Center Number: 18-10-02-0955-18 

Received Date: 

10/02/2018 

Incident Description: 

CALLER IS REPORTING A RELEASE FROM A HEATING OIL TANK IN THE BASEMENT OF A VACANT 
RESIDENCE. NO CLEAN UP IS BEING DONE. 

Incident Type Program: 

Site Remediation 

Incident Type: 

Spill 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evaluation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

691927 

Communication Center 

Spill 

ER-Referred 
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Incident ID Number: 

696962 Commnnications Center Nnmber: 18-11-19-1031-22 

Received Date: 

11/19/2018 

Incident Description: 

CALLER REPORTING AN UNREGISTERED BODY SHOP IN AREA AND FUMES ARE KILLING WILDLIFE 
AND IRRITATING CALLER FOR THE PAST YEAR. 

Incident Type Program: 

Air 

Incident Type: 

Odors 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evalnation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

696931 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


697352 Commnnications Center Nnmbcr: I8-II-25-04I0-59 

11/25/2018 

CALLER REPORTS OVERFLOW DUE TO HEAVY RAIN. NON EMERGENT. 


Incident Type Program: Water Quality 


Incident Tvne: Sewnae 
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Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance Most Recent 

Evaluation: Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

697307 

Communication Center 

Sewage 

Closed, No Inv. 


Incident ID Number: 

Received Date: 
Incident Description: 


697614 Communications Center Number: 18-11-26-1856-35 

11/26/2018 

CALLER IS REPORTING A SPILL OF HYDRAULIC FLUID FROM A TRUCK DUE TO THE LINE BREAKING. 
CLEAN UP COMPLETE. 


Incident Type Program: Site Remediation 


Incident Type: Spill 


Follow-up Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evalnation: 


Most Recent 
Enforcement Action: 
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Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

697506 

Communication Center 

Spill 

Exempt 


Incident ID Number: 

698916 Commnnications Center Nnmber: 18-12-07-1716-31 

Received Date: 

12/07/2018 

Incident Description: 

STRONG CHEMICAL-TYPE ODOR IN AREA. CALLER STATES THAT ODOR IS SO BAD THAT SHE LEFT 
HER RESIDENCE. 

Incident Type Program: 

Air 

Incident Type: 

Odors 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evaluation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

698810 

Communication Center 

Odors 

Closed, Inv-no viol 


Incident ID Number: 699589 


Commnnications Center Nnmber: 18-12-17-0941-55 
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Received Date: 


12/17/2018 


Incident Description: 


CALLER REPORTED A STRONG CHEMICAL ODOR IN THE NEIGHBORHOOD FROM AN UNKNOWN 
SOURCE. 


Incident Type Program: Air 

Incident Type: Odors 

Foliow-np Status: 


Program Interest Name: 

Program Interest ID: 

Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

699567 

Communication Center 

Odors 

CEHA - no viol 


Incident ID Number: 

Received Date: 
Incident Description: 


700936 Communications Center Number: 19-01-02-1242-03 

01/02/2019 

MECHANICAL FAILURE ON TRUCK CAUSED SPILL OF FUEL ONTO THE GROUND FROM SADDLE 
TANK. CLEAN UP PENDING. 


Incident Type Program: Site Remediation 


Incident Type: Spill 


Follow-up Status: 


Program Interest Name: 
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Program Interest ID: 


Most Recent Compliance 
Evaluation: 


Most Recent 
Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

700853 

Communication Center 

Spill 

Exempt 


Incident ID Number: 

701064 Communications Center Number: 19-01-03-2224-45 

Received Date: 

01/03/2019 

Incident Description: 

REPORT OF STRONG METHANE GAS - SULFER - ROTTEN EGG SMELL THAT HAS GOTTEN INTO THE 
HOUSE FROM OUTSIDE. 

Incident Type Program: 

Air 

Incident Type: 

Odors 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Recent 

Evaluation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

701042 

Communication Center 

Odors 

Closed, Inv-no viol 
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Incident ID Number: 

702162 Commnnications Center Nnmber: 19-01-16-1501-16 

Received Date: 

01/16/2019 

Incident Description: 

VIOLATION TO NJDPES# NJ0024678 THAT REQUIRES 0.22 KG PER DAY OF CHLORINE PRODUCED 
OXIDENTS. EXCEEDED BY 0.28 KG DUE TO RAIN FLOW. SYSTEM BACK TO NORMAL. 

Incident Type Program: 

Water Quality 

Incident Type: 

NJPDES 

Follow-up Status: 


Program Interest Name: 


Program Interest ID: 


Most Recent Compliance 

Most Receut 

Evalnation: 

Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

702156 

Communication Center 

NJPDES 

Closed, Inv-w/viol 


Incident ID Number: 

Received Date: 
Incident Description: 


702238 Commnnications Center Nnmbcr: I9-0I-I7-1151-29 

01/17/2019 

CALLER REPORTING A STRONG ODOR OF GAS IN HER NEIGHBORHOOD. 


Incident Type Program: Air 
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Incident Type: 


Odors 


Follow-np Status: 

Program Interest Name: 

Program Interest ID: 

Most Recent Compliance Most Recent 

Evaluation: Enforcement Action: 


Linked Incidents 

Linked Incident Program 

Linked Incident Type 

Followup Status 

702236 

Communication Center 

Odors 

Referred 
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T uesday, January 22,2019 


Pennsylvania Department of Environmental 
Protection 

Bureau of Air Quality 


Page 1 


Emission Year: 2017 

Primary Facility Id: 482698 WASTE MGMT PA/TULLYTOWN RES REG FAC 
Taxid/Plant: 25-1232336-2 


Criteria Pollutants 

Group 

Ind 


Site 

Amount 

(TPY) 

Carbon Monoxide 


B 

Y 

47.8900 

Nitrogen Oxides 


B 

Y 

8.3100 

Particulate Matter < 10 Microns 


B 

Y 

3.9200 

Particulate Matter <2.5 Microns 


B 

Y 

3.7200 

Sullur Oxides 


B 

Y 

2.8000 

Volatile Organic Compounds 


B 

Y 

25.2600 


Total HAPs : 3.66(TPY) 


Hazardous Air Pollutants (112b HAPs) ^ 

Group 

ind 



Amount 

(TPY) 

Benzene 

voc 

B 

Y 

.5200 

Ethyl Benzene 

voc 

B 

Y 

.2200 

Formaldehyde 

voc 

B 

Y 

1.7200 

Hydrochloric Acid 


B 

Y 

.1400 

Toluene 

voc 

B 

Y 

.5700 

Xylenes (Isomers And Mixture) 

voc 

B 

Y 

.4900 


Other/Non 112b Pollutants 

Group 

Ind 

Type 

:YiGite 

Amount 

(TPY) 

Ammonia 


B 

Y 

7.3700 

Carbon Dioxide 


B 

Y 

18,947.7000 

Methane 


B 

Y 

1,811.6500 

Nitrous Oxide (N20) 


B 

Y 

.1400 

Particulate Matter, Condensable 


B 

Y 

2.1800 









Tuesday, January 22 2019 Pennsylvania Department of Environmental Protection Page 1 

Bureau of Air Quality 
Best Controlled Summary Report 


Emission Year: 2017 

Primary Facility Id: 252449 WASTE MGMT DSPL SVC /GROWS LDFL 
Tax Id / Plant: 23-1655318^ 


Source 

see 

Stack 

eo 

Lead 

NOX 

PNI10 

PIVI25 

SOX 

voe 

101 

3-99-999-99 

Z01 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

25.8500 

105 

3-99-999-99 

Z05 

0.0000 

0.0000 

0,0000 

0.0000 

0.0000 

0.0000 

3.1600 

C03 

1-02-007-99 

S03 

11.2500 

0.0000 

11.2500 

0.8400 

0.8400 

7.0300 

0.5600 

C05 

* 

S05 

1.3300 

0.0000 

1,3300 

0.3300 

0.3300 

9.5100 

0.0400 

C06 

* 

S06 

0.2200 

0.0000 

0.2400 

0.0800 

0.0800 

1.9000 

0.0100 

PRO102 * 

Z05 

0.0000 

0.0000 

0.0000 

0.0700 

0.0600 

0.0000 

0.0000 


Total Source Emissions: 
Total Facility Emissions; 

12.8000 

12.8000 

0.0000 

0.0000 

12.8200 

13.3900 

1.3200 

1.3200 

1.3100 

1.3100 

18.4400 

18.4400 

29.6200 

29.6200 


* Source Emission entered at source level. Multiple SCCs may exist. 




Tuesday, January 22 2019 Pennsylvania Department of Environmental Protection Page 1 

Bureau of Air Quality 
Best Controiied Summary Report 


Emission Year: 2017 

Primary Facility Id: 721611 WASTE MGMT OF FAIRLESS/FAIRLESS LDFL 
Tax id/Plant: 26-3468180-1 


Source 

see stack 

eo 

Lead 

NOX 

PM10 

PM25 

SOX 

voe 

110 

3-99-999-99 Z10 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

0.0000 

7.2000 

200 

* Z10 

0.0000 

0.0000 

0.0000 

34.4000 

24.2300 

0.0000 

0.0000 

Total Source Emissions: 0.0000 

0.0000 

0.0000 

34.4000 

24.2300 

0.0000 

7.2000 

Total Facility Emissions: 

3.5000 

0.0000 

1.1000 

34.6000 

24.4300 

1.4000 

8.1000 


Source Emission entered at source level. Multiple SCCs may exist. 




Tuesday, January 22 2019 


Page 1 


Pennsylvania Department of Environmental Protection 
Bureau of Air Quality 
Best Controlled Summary Report 


Emission Year: 2017 

Primary Facility Id; 516224 EXELON GENERATION CO/FAIRLESS HILLS GEN STA 
Tax Id / Plant; 23-3064219-26 


Source 

see 

stack 

eo 

Lead 

NOX 

PM10 

PM25 

SOX 

voe 

044 

* 

S02 

8.2827 

0.0000 

54.4366 

0.3329 

0.3329 

39.4339 

0.1815 

045 

* 

S03 

7.5185 

0.0000 

68.5096 

0.3128 

0.3128 

46.2962 

0.1383 

Total Source Emissions: 15.8012 

0.0000 

122.9462 

0.6457 

0.6457 

85.7301 

0.3198 

Total Facility Emissions: 

15.8013 

0.0000 

122.9462 

0.6457 

0.6457 

85.7301 

0.3199 


Source Emission entered at source level. Multiple SCCs may exist. 




1/25/2019 


Mail - Odor complaints in Bordentown area- PA Landlills? 


II 

Gat'eHouse Media" 


Bagenstose, Kyle <kbagenstose@couhertimes.com> 


Odor complaints in Bordentown area- PA Landfills? 


Hajna, Larry Thu, Jan 2< 2D19 at12:4g PM 

To: ’'Eagenstose, Kyle'' <kbagenstos6@couriertimes.com> 


1. Has the NJDEP fielded increased complaints about a foui odor (particularly landfill) in the 
Bordentown area in recent weeks? If so how many? 


From Jan. 1, 2018 to date the DEP has received 27 odor complaints in Bordentown City and 
four from Bordentown Township. The number of odor complaints in Bordentown 
City/Bordentown Township have increased since October of 2018. 


2. Does the NJDEP have any indication about the source of the odors? If so. any idea what 
can be done or is being done about it? 


Based on conversations with the Pennsyivania DEP, the source of the odors may be the 
Fairless Landfill located in Fairless Hills, Pa. This is a new landfill operated by the Waste 
Management Corp. NJDEP works together with Pennsylvania DEP to investigate odor 
complaints that cross state lines. Residents can register a complaint as follows: NJDEP’s 24 
hour/day hotline number. 1-877-WARNDEP Contact the PA DEP directly at (484) 250-5991 
or via email at http://www.dep.pa.gov/About/Reportanincident/Pages/ 
EnvironmentalComplaints.aspx 

Contact Waste Management to register a complaint at (609) 499-0500 


3. Is there any way to access odor complaints? IE is there a publicly available database, 
could you provide the complaint records, or would I have to OPRA? 


There is a publicly available database. Go to the DEP home page and click on the Data Miner 
link (near the bottom of blue column on the left side). Click on "Search by Category.” From the 
dropdown box, click on "Incidents and Complaints.” Click on "Incidents by County Municipality 
and Date, then enter your desired time frame and municipality. (The tool gives you a more 
seamless report if you uncheck “View Report by Pages. Click “Submit.” 


4. It looks as though the Falls and Tullytown WM landfills in PA are working to install flares 

Does the NJDEP have any concerns about 
emissions from the landfills carrying over into NJ communities? 


https://mail .google com/ma il/u/0?ik=f3f7ca0134&view=pt&se arch== allApemnmsgid- msg-f% 3A16235649213363305005isi m pi “msg-f% 3A162356492133... 1/2 






1/25/2019 


Mail - Od(5r complaints in Bondentown area- PA Landlills? 

The DEP has not received detailed information on the proposal at this time. Flare systems 
can significantly decrease odors from landfills. 


From: Eagenstose, Kyle cld3agenstose@cciuriertimes.com? 

Sent: Thursday, Janigir^4^01^2j4^M 
Larry 

Subject: [EXTERNAL] Re: Odor complaints in Bordentown area- PA Landfills? 

[Quoted text hidden] 


This message may contain conlidentiai and/or privileged infonration. If yoj are not the intended recipient or authorized to receive this for the intended 
recipient, you must not use, copy, disclose or take any action based on this message or any information herein, if you have received this message in 
error, please advise the sender immediately by sending a reply e-mail and deiete this message. Thank you for your cooperation. 


https://mail.google com/mail/u/0?ik=f3f7ca0134&V!ew=pt&search== allApermmsgid=msg-f%3A16235649213363305005isimpi“msg-f%3A162356492133... 2/2 



1/25/2019 


Mail - Burlington County Times- Inquiry on smells in Bordentown/Fieldsboro area (deadline noon Friday) 


II 

Gate House Media" 


Bagenstose, Kyle <kbagenstose@couriertimes.com> 


Burlington County Times- Inquiry on smells in Bordentown/Fieldsboro area (deadline noon Friday) 


Gonnelli, Christine Fri, Jan 25, 2D19 at 11 30 AM 

To: ’'Eagenstose, Kyle'' <kbagenstose@oouriertimes.com> 


Kyle, 

Please see the responses below; 


1. Can you confirm the county health department has fielded calls about odors in the Bordentown/Fieldsboro area. If so^ can you say how many 
and when the calls have come in? 

Yes, the health department has fielded approx..14 calls since October 2018. 


2. Has the county been out to the area at all to investigative the complaints? If so what did it find? 

Yes, protocol is that once a complaint is filed, a County inspector will go to the complainant's location and attempt to verify the presence of the air 
contaminant at that location. The inspector then proceeds upwind of the complainant in an attempt to identify the source of the odor. If a violation 
was verified, the inspector will issue the appropriate Enforcement Action to the facility. Our indication is that the odors are coming from across the 
river from a Pennsylvania facility. 


3. There is some talk about whether the smells may be coming from landfills across the Delaware in Lower Bucks County. Can the county speak 
to this possibility, and whether it's been investigated, or if there have been communications with officials on that side of the river? 

Same as above, the odor is coming from a facility across the river. At this point, the New Jersey Department of Environmental Protection is handling 
the communication and talking with the Pennsylvania Department of Environmental Protection regarding the odor. 


4. If residents continue to smell foul odors in the future, whom should they direct their concerns to? 

The procedure for directing concerns; the most important and first call should be to NJDEP. Then additional calls to the other numbers if possible. 


NJDEP complaint line - 1-877-WARNDEP (927-6337} 24/7/365 


PA DEP Complaint line - 484-250-5991 (24/7/365} 

or submitting it electronically at https://www.dep.pa.gov/About/Repoftanlncjdent/Pages/EnvironmentalComplaints.aspx. 


Waste Management's Fact Phone line to notify the landfill directly. The 24 hour line can be reached at 609-499-0500. 


Burlington County Health Dept - 609-265-5515 - M-F 8-5pm 
or submitting it electronically at 

http ://wv(/w.co. b u rli ngto n. nj. u s/3S4/En vi ro nmental-C o n sume r- He a I th 


Let me know if you need anything else, thanks. 


Christine Gonnelli 

Assistant Public Information Officer 


https;//mail .google. com/ma il/u/0?ik=f3f7ca0134&vie w=pt&se arch=all Apemnmsgid - msg-f% 3A1623650541553748283fiisi m pi “msg -f% 3A162365054155... 1/2 





